Concordia University Theatre Department Presents 


hernardo/BlueBeard 


Conceived and directed by Eleanor Crowder 





D.B. Clarke Theatre, Hall Building, 1455 de Maissoneuve W. 
Mar. 5" and Mar. 10" to 12™ at 8:00 pm 
Mar. 6" and Mar. 13" at 8:00 pm and 10:00 pm 
2$ for students, 10$ general admission, 8$ for seniors. 
For information and reservations, please call: 


(514) 848-4742 


